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Trends in the development of world engineering production show that its distinctive feature is an 
intensive process of increasing productivity, reliability and durability of technological equipment, 
increasing the share of precision machine tools, increasing the level of automation and system 
integration of technological processes. In this regard, the task of building systems for automatic 
control and diagnostics of the cutting process, providing the required quality, high productivity, 
minimum costs for processing machine parts in a flexible automated production, remains a priority 
scientific and technical problem. 


The existing systems for automatic control and diagnostics of the state of the cutting process have a 
number of significant drawbacks and do not fully meet the requirements of modern flexible 
automated production, since they do not provide high accuracy and reliability in real time. Among 
the methods for monitoring and diagnosing the state of a cutting tool, which makes it possible to 
carry out diagnostics in real time, the methods based on the registration of vibration acoustic 
emission (VAE) signals are considered the easiest to implement. 


Experimental research is carried out when the sensor is located in the immediate vicinity of the 
cutting zone. In production, the installation of the sensor in the vicinity of the cutting zone is 
impractical, due to the negative impact of chips on it. Metal shavings, as well as other thermal and 
mechanical influences, can damage the sensor and the cables connecting it to the receiving 
equipment. With this removal of the signal, even at a small distance from the place of its registration, 
significantly changes the information content of the signal. Removing the sensor from the cutting 
zone raises the question of the reliability of the recorded signal. 


When using a rotating tool, the problem of signal registration becomes more acute. Moving away 
from the cutting zone to the stationary machine node adds a large number of noise-like inclusions to 
the signal. These inclusions depend on elastic, thermal and other processes occurring at a distance 
from the cutting zone to the place of registration of the VAE signal. At present, these processes are 
difficult to describe mathematically or by models, and as a result, it is difficult to judge the processes 
occurring in the cutting zone from the received signal. 


A number of researchers are conducting experimental studies of tool diagnostics using the VAE 
method, while the sensor is placed on the holder of a turning tool in the immediate vicinity of the 
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cutting zone. However, in the conditions of automated production, there is a need for automatic tool 
change, which does not allow installing the sensor on the cutting tool holder. Also, there are no 
methods for monitoring the state of the tool and the stability of the cutting process, using VAE, for a 
rotating tool. To do this, only torque sensors installed between the drive and the spindle, strain 
gauges installed on the support, as well as measuring the electrical parameters of the engine, are 
currently known. 


In the existing methods for analyzing the durability of a cutting tool, in order to be able to be 
introduced into production, the place where the sensors are attached must be removed from the 
cutting zone and the clamping place by at least 40 mm. Removing the sensor mounting location from 
the cutting zone will protect against metal shavings, but will lead to a loss of signal information at 
low frequencies. The length of the overhang of the cutting tool is more than 80 mm, which leads to a 
decrease in the rigidity of the technological system, an increase in the vibration of the cutter, and, as 
a result, a deterioration in the quality. 


There is another method of recording the VAE signal: mounting the recording element of the sensor 
directly into the cutting tool under the cutting plate, which leads to an increase in the cost of the tool. 


However, it would not be superfluous to note that the VAE signal receiver can be located at some 
distance from the cutting zone, since the tool and structural steel from which the cutting tool is made 
serves as a good conductor for elastic acoustic waves. 


The disadvantage of the known methods of registration of VAE signals. is that they are applicable to 
a stationary tool fixed on the machine, which makes it difficult or impossible to use them on 
automatic machines and automatic lines where it is necessary to perform automatic tool change. In 
automated production, the tool is mounted in a turret. The change of the cutting tool is carried out by 
turning the turret about its axis, while the wires are wound, they break and, as a result, the 
impossibility of further measurement. At the same time, there are no methods for determining the 
most informative place for attaching the sensor, that is, the place at which it is possible to register 
from the cutting tool the most complete information about the processes occurring directly in the 
cutting zone. 


The impossibility or inaccuracy of determining the numerical value of the wear of the cutting tool 
forces researchers to determine the period of wear of the cutting tool: running-in, normal, intensive. 
Each of the wear periods is accompanied by various processes occurring in the cutting zone and 
various values of these processes. It is also possible to diagnose the wear period of the cutting tool by 
determining the stability of the motion of the cutting tool tip, which depends on the stability of the 
cutting tool. Moreover, the assessment of the stability of the movement of the cutting tool is 
determined by indirect indicators. 


A large number of noise components in the VAE signal makes it impossible to reliably diagnose the 
wear of the cutting tool, as a result of which it is necessary to develop methods for cleaning the VAE 
signal from extraneous noise. 


The disadvantages of many methods for assessing the wear of a cutting tool are the lack of a method 
for cleaning the VAE signal. The analysis is carried out over the entire signal, when during the 
registration and analysis of the signal, its indicators can change significantly. At the same time, 
analysis over the entire signal will show the average value of the indicator and it will not be possible 
to reflect this sharp change, indicating the transition from one stage of work to another. 


As is known, the VAE signal emitted during processing changes chaotically, which poses the 
problem for researchers to assess the stability of the signal by its diagnostic features. However, the 
stability of the parameters calculated on the length depends on the length of the signal. With a short 
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signal length, the spread of values increases up to 5-10 times. Therefore, it is important to increase 
the length of the recorded signal to 128-512 Kb for the analysis of the working capacity of the 
cutting tool, which significantly increases the time from the onset of intensive wear to the time of 
registration of the onset of intensive wear. Also, with an increase in the length of the recorded signal, 
significant time is spent on analyzing the signal, writing it to the computer memory, and calculating 
the value of the diagnostic parameter. 


The decision to replace the cutting tool must be made in real time, therefore, it is necessary to 
develop methods that build the dependence of the metal shavings formation frequency on time, and 
not on the observed implementation, which makes it possible to determine the value of the diagnostic 
parameter at different points in time. 


An important place for increasing the reliability of diagnostics of the cutting process is the choice of: 
methods and means of recording the VAE signal, the location of the sensor, the applied method for 
cleaning the VAE signal from their noise components. The organization of the process of collecting 
information and selecting a diagnostic feature has an important aspect. How carefully these signs are 
selected depends on how effective the entire diagnostic process will be. 


The operation of the measuring equipment is based on registering a series of periodically repeating, 
after a certain time, measurements of the input voltage value and recording it in the memory of the 
measuring equipment in order to transfer it for processing to a computer. The sampling period is 
selected based on the parameters of the received signal. It has been established that artificial 
piezoceramics, which have high strength and stability of properties, are most suitable for measuring 
VAE during cutting. 


An analysis of the literature data shows that the spectrum of oscillations of the dominant frequencies 
of the sources lies in the range from 0 to 20 kHz. With a given spectrum of oscillation frequencies, it 
is sufficient to use a sampling period of the equipment of 100 - 1000 kHz. At the same time, the 
signal stored by the equipment does not lose information content, due to a fairly uniform distribution 
of measurement points along the curve of the output voltage level change. 
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Fig. 1. Scheme of a typical set for measuring VAE. 


1 - piezoelectric transducer; 2 - preamplifier; 3 - low pass filter; 4 - integrating amplifier; 5 - power 
amplifier; 6 - oscilloscope; 7 - amplitude analyzer; 8 - printer. 
For the analysis of VAE, when cutting metals, multi-purpose sets of equipment are usually used, 
which can subsequently be upgraded to measure the informative parameters of VAE or their 
complexes and technological wave criteria, allow diagnosing one or another characteristic of 
machining (Fig. 1). 


Vibroacoustic signal (VAS) are transmitted through the body of the tool cutter and form a 
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piezoelectric transducer 1 of voltage waves, which are amplified by a preamplifier 2 and can be 
visually observed using an oscilloscope 6. In order to remove interference (signals with a frequency 
below 5 kHz), the signal is filtered using a frequency filter 3. Then the filtered signal is fed to an 
integrating amplifier 4, which allows you to get the VAS envelope. Further, the signal is again 
amplified by the power amplifier, and using the oscilloscope 6, the signal is visually controlled, and 
after the amplitude analyzer 7, using the recorders 8, the converted VAS is recorded on paper. 


The VAE signal, when passing from the cutting zone to the place of its registration, undergoes 
numerous changes, leading to noise, distortion, and signal attenuation. These processes are difficult 
to calculate mathematically, due to the heterogeneity of the material, joints and shape of the 
measurement system components, however, these dependencies are constant, and they may be 
detected experimentally due to the constancy of the system parameters. 


References 


1. Жарков, И.Г. (1986). Вибрации при обработке лезвийным инструментом. - JI.: 
Машиностроение, 184. 


2. Кабалдин Ю. Г. (2004). Контроль износа вращающегося инструмента при механической 
обработке в автоматизированном производстве // Вестник Комсомольского-на-Амуре 
государственного технического университета. 4, 9-13. 


3. Кибальченко, А. В. (1986). Контроль состояния режущего инструмента: Обзор. - М.: 
ВНИИТЭМР, 44. 


4. Кретинин О.В., Еленин А.П. (1981). Выбор параметров для оценки износа инструмента в 
процессе обработки. Станки и инструмент. 2, 18-19. 


5. Мамуров, Э. Т., Косимова, 3. М., & Собиров, С. С. (2021). Разработка технологического 
процесса с использованием сай-сат программ. Scientific progress, 2(1), 574-578. 


6. Мамуров, Э. Т., Косимова, 3. М., & Джемилов, Д. И. (2021). Повышение 
производительности станков с числовым программным управлением в 
машиностроении. Science and Education, 2(5), 454-458. 


7. Мамуров, 9. T., Косимова, 3. M., & Гильванов, P. P. (2021). Использование программ для 
расчетов основного технологического времени. Scientific progress, 2(1), 918-923. 


8. Юлчиева, С. Б., Негматов, С. C., Негматова, К. C., Мамуров, Э. Т., Мадаминов, Б. M., & 
Рубидинов, Ш. Г. У. (2021). ПОВЫШЕНИЕ КОРРОЗИОННОСТОЙКОСТИ 
КОМПОЗИЦИОННЫХ МАТЕРИАЛОВ С ДОБАВЛЕНИЕМ ПОЛИМЕРНЫХ 
ДОБАВОК. Universum: технические науки, (10-1 (91)), 48-52. 


9. Косимова, 3. M., Мамуров, 9. Т., & угли Толипов, А. Н. (2021). Повышение 
эффективности средств измерения при помощи расчетно-аналитического метода 
измерительной системы. Science and Education, 2(5), 435-440. 


10. Мамуров, Э. Т., & Джемилов, Д. И. (2021). Использование вторичных баббитов в 
подшипниках скольжения на промышленных предприятиях. Science and Education, 2(10), 
172-179. 


11. Mamypos, Э. Т. (2021). Металлларга кесиб ишлов беришда контакт жараёнларнинг 
виброакустик сигналга таъсири. Science and Education, 2(12), 158-165. 


12. Мамуров, 9. Т. (2021). Кесувчи асбоб холатини Ba кесиш жараёнини виброакустик сигнал 
асосида ташхислаш. Science and Education, 2(12), 133-139. 


13. Мамуров, Э. T., & Одилжонов, Ш. О. У. (2021). Разработка рекомендаций по выплавке и 
заливки переработанного баббита в подшипники скольжения. Scientific progress, 2(6), 


| Middle European Scientific Bulletin, VOLUME 25 Jun 2022 


MIDDLE EUROPEAN SCIENTIFIC BULLETIN ISSN 2694-9970 


1617-1623. 
14. Мадаминов, Б. M., Юлчиева, С. b., Негматова, К. C., Кучкаров, У. К., Рубидинов, Ш. Г. У., 
Негматов, С. C, .. & Мамуров, Э. Т. (2021). АНТИКОРРОЗИОННЫЕ 


КОМПОЗИЦИОННЫЕ СИЛИКАТНЫЕ МАТЕРИАЛЫ ДЛЯ ЗАЩИТЫ 
ОБОРУДОВАНИИ ХИМИЧЕСКОИ ПРОМЫШЛЕННОСТИ. Universum: технические 
науки, (10-3 (91)), 61-66. 

15. Mamurov, Е. Т. (2022). Metal Cutting Process Control Based on Effective Power. CENTRAL 
ASIAN JOURNAL OF THEORETICAL & APPLIED SCIENCES, 3(5), 238-244. 


16. Mamurov, Е. Т. (2022). Control of the Process of Cutting Metals by the Power Consumption of 
the Electric Motor of the Metal-Cutting Machine. Eurasian Scientific Herald, 8, 176-180. 


17. Mamurov, Е. Т. (2022). Study of the Dependences of Specific Energy Consumption on ће 
Elements of the Cutting Mode as an Informative Parameter of the Cutting Process. Middle 
European Scientific Bulletin, 24, 315-321. 


18. Рубидинов, Ш. Ғ. Ў. (2021). Бикрлиги паст валларга совуқ ишлов бериш усули. Scientific 
progress, 1(6), 413-417. 


19. Тешабоев, А. Э., Рубидинов, Ш. Ғ. У. Назаров, А. Г. У., & Ғайратов, Ж. F. Ў. (2021). 
Машинасозликда юза тозалигини назоратини автоматлаш. Scientific progress, 1(5), 328-335. 


20. Рубидинов, Ш. Е. Ў., & Ғайратов, Ж. Е. У. (2021). Штампларни таъмирлашда замонавий 
технология хромлаш усулидан фойдаланиш. Scientific progress, 2(5), 469-473. 


21. Рубидинов, Ш. Ғ. У., & Акбаров, К. И. У. (2021). Машинасозликда сочилувчан 
материалларни ташишда транспортер тизимларининг аҳамияти. Scientific progress, 2(2), 


182-187. 


22. Рубидинов, Ш. Г. У., & Ғайратов, Ж. Г. У. (2021). Кўп операцияли фрезалаб ишлов бериш 
марказининг тана деталларига ишлов беришдаги унумдорлигини тахлили. Oriental 
renaissance: Innovative, educational, natural and social sciences, 109), 759-765. 


23. Тешабоев, A. M., Рубидинов, Ш. F. Y., & Ғайратов, Ж. F. У. (2022). АНАЛИЗ РЕМОНТА 
ПОВЕРХНОСТЕИ ДЕТАЛЕИ С ГАЗОТЕРМИЧЕСКИМ И ГАЛЬВАНИЧЕСКИМ 
ПОКРЫТИЕМ. Scientific progress, 3(2), 861-867. 


24. Рубидинов, Ш. F. Y., Косимова, 3. M., Ғайратов, Ж. F. Y., & Акрамов, М. М. Ў. (2022). 
МАТЕРИАЛЫ ТРИБОТЕХНИЧЕСКОГО НАЗНАЧЕНИЯ ЭРОЗИОННЫЙ 
ИЗНОС. Scientific progress, 3(1), 480-486. 


25. Рубидинов, Ш. F. Y., Ғайратов, Ж. F. Y., & Ахмедов, У. А. У. (2022). МАТЕРИАЛЫ, 
СПОСОБНЫЕ УМЕНЬШИТЬ КОЭФФИЦИЕНТ ТРЕНИЯ ДРУГИХ 
МАТЕРИАЛОВ. Scientific progress, 3(2), 1043-1048. 


26. Таджибаев, P. K., Гайназаров, A. A., & Турсунов, Ш. T. (2021). Причины Образования 
Мелких (Точечных) Оптических Искажений Ha Ветровых Стеклах И Метод Их 
Устранения. CENTRAL ASIAN JOURNAL OF THEORETICAL & APPLIED SCIENCES, 2(11), 
168-177. 


27. Tadjibaev, R. K., & Tursunov, S. T. (2022). Scientific Research and Study Behavior of Curved 
Pipes Under Loads. CENTRAL ASIAN JOURNAL OF THEORETICAL & APPLIED 
SCIENCES, 3(3), 81-86. 


28. Гайназаров, A. Т., & Абдурахмонов, С. М. (2021). Системы обработки результатов 
научных экспериментов. Scientific progress, 2(6), 134-141. 


| Middle European Scientific Bulletin, VOLUME 25 Jun 2022 


